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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 




Mazdoor Kisan Shakti Sangathan 
"The Right to Information, The Right to Live'' 
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1, Scope — i 

covers : 


Sives the main dimensions of the following types of fixing 


devices for threaded 


back 






Type A 


: Notch type bacic cover. 














Type B 


: Flange type back cover. 









2, Terminology 





FIG. 1 TYPE A 



FIG. 2 TYPE B 



a = Notch width 

b = Notch length 

di = Dimension across notches 

hi ^ Notch depth. 



e = Dimension across flats 
f = Dimension across corners 
/)2 « Flange height 



d= Thread diameter ( nominal ) 
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3. Dimensions 

3.1 Type A {see Fig. 1 ) 



AH dimensions rn millimetres. 



a + 0-20 



1'20 


1-60 


2-00 


hi 


ceo Min 


b 


VOO Min 


di 

— 0-10 


15-00 to 22-00 in steps of 0'50 
23-00 to 32-00 In steps of rOO 



3.2 Type B {see Fig. 2) 



AM dimensions in millimetres. 



No. of Flanges 


e 
— 0-05 


f 


h2 


10 


16-00 to 22-00 in steps of 0*50 
2300 to 36-00 in steps of VOO 


V051 e 


0-60 Min 


12 


25-00 to 36-00 in steps of VOO 


1-035 e 


14 


30-00 to 36-00 in steps of VOO 


1-026 e 



EXPLANATORY NOTE 

This standard is one of a series of Indian Standards relating to wrist watch cases. 

In the preparation of this standard, assistance has been derived from thefoliowing: 

NIHS 60-31 ; 1964 Boites etanches— Ponds viss^s a 10, 12 ou 14 pans Normes De 
L'industrie Horlogere Suisse. 

NIHS 60-32 : 1964 Boites * tanches — Fonds visses a 6 encoches Normes De L' Industrie 
Horlogere Suisse. 
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